












1 The information shown on this map is from the 
1 6 Precincts and Arlington Geographic Information System (GIS) 


Polling Locations database and is intended for informational purposes 


only. The Town of Arlington has made reasonable 
efforts to ensure accuracy of the content, but does not 
Secretary of State guarantee the accuracy of the information. Users are 
Generated Precincts responsible for determining its suitability for their 
intended use or purpose. 
Map created by the Arlington GIS Office, 8/26/2021. 
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